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CENTRAL INTELLIGENCE AGENCY 

Office of Legislative Liaison 
Washington, D. C. 20505 

26 Sept STAT 


TO: Dr. John H. Gibbons, Director 
Office of Technology Assessment 


Dear Dr. Gibbons, 

Enclosed is material provided at our briefing 
on 24 September. We hope it will be useful, 
and we look forward to hearing about your 
trip after you return. 


Liaison Divison 
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